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AGENDA 


PART1 

Summary of Review Process 

APL + APS + ACC + Stantec in collaboration 

PART 2 

Preferred Design Option 

First Floor 
Second Floor 

PART 3 

Summary of Preliminary Cost Estimate 
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L02 - EXISTING 



L01 - PROPOSED 
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L02- PROPOSED 

LIMITED SHARED USE AFTER HOURS 
FOR COLUMBIA PIKE LIBRARY 

















APL + APS + STANTEC COLLABORATION TIMELINE 








KICK-OFF / ANALYSIS ! PLANNING ! PRE-CONCEPT ! NEXT 
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PREFERRED DESIGN 












PART 2: 
PREFERRED 
DESIGN 
OPTION 
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L01 FLOOR PLAN 



L01 - EXISTING 

X SPATIAL EFFICIENCY 
X CLEAR ZONING 
X VISUAL TRANSPARENCY 
X SECURE CPUACC THRESHOLD 
X WAYFINDING 





L01 -PROPOSED 


SPATIAL EFFICIENCY 
CLEAR ZONING 
VISUAL TRANSPARENCY 
SECURE CPL/ACC THRESHOLD 
WAYFINDING 

















































































































TO BE AVOIDED... 


ILLEGIBLE LAYOUT 
NOT TAKING 
ADVANTAGE (NOR 
RELATING) TO 
EXISTING BUILDING 
GRID LINES 


DROPPED 
CEILING IN 
PREDOMINANTLY 
OPEN SPACE NOT 

IDEAL! ^ 













CEILING SUPPORTING WAYFINDING 



L01 - PROPOSED CEILING 
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L01 - PROPOSED FLOOR PLAN 


























































































































































































































L01 GENERAL COLLECTION 
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L01 STAFF AREAS 
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L01 CHILDREN ZONE 
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L01 TEEN ZONE 
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L01 MEETING ROOMS 
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SECOND 
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L02 - SHARED GRID AS OPPORTUNITY 
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L02 - SHARED GRID AS OPPORTUNITY 
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CLASSROOMS 
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L02 FLOOR PLAN 
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FLOOR PLAN 







































A FLEXIBLE HEART 
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L02 STANDARD CONFIGURATION 
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L02 ACTIVATED HEART - GROUP SESSION 
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L02 ACTIVATED HEART - PUBLIC LECTURE 
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SUMMARY OF 
PRELIMINARY 
COST ESTIMATE 
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PRELIMINARY COST POSITIONS 



Low 

High 

First Floor (10,200 SF) 

$ 1,530,000 

$ 2,550,000 

Second Floor (9,800 SF) 

$ 1,470,000 

$ 2,450,000 

Subtotal - Construction Costs 

$ 3,000,000 

$ 5,000,000 




Owner (Soft) Costs 

$ 750,000 

$ 1,250,000 




Total Project Cost 

$ 3,750,000 

$ 6,250,000 




Notes: 

1. Construction Costs based on $150/SF for Low range and $250/SF for High range. 

2. Owner (Soft) Costs calculated at 25% of Construction Costs. 
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